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To Our Readers - Owners) 


LABOR’S DAILY, AGED 3 


Woodruff Randolph, general 
president of the International 
Typographical Union, ran a 
™statement on the first page of 
the September 16 issue of La- 
bor’s Daily. The occasion was 
the third anniversary of the] } 
founding of that paper, pub- 
lished as a national daily in 
Charleston, W. Va. 

President Randolph spoke in 
his statement of “our struggle to 
supply a long sought but never 
heretofore established daily] # 
newspaper devoted to the in-| 
terests of the working people of} g 
the continent.” 

He added that “we are trying 
to reach the minds and hearts 
of those who need the Knowl- 
edge and inspiration to equip 
them to take an intelligent, ac- 
tive part in the betterment of 
the economic and political in- 
terests of those who constitute 
the great majority of our peo- 
ple.” 


printed in boldface type: |Services.” The 112-page booklet 


paper if we are to do this.” leiation; 


a ied: 


| 


But—and let this next thing WEALTH-WELFARE DIRECTORY. Dr. Forrest Michell, Assistant Superintendent of Oakland Public|their effort to break 
that President Randolph said be|Schools, (left) is shown holding the newly published “Directory of Health, Welfare, and Recreation|ism in California. 

includes the 265 

ow. : services to the people of Alameda county. ‘ 

We need subscriptions to our). Linoleum lame 1290; then Dr. Hafold Maloney, president, Alameda-Contra Costa Medical Asso-|Cletks 770 in Los Angeles, al- the board of trustees, pointed 

Arthur Hellender, Director, Northern California CIO Community Services. Publication of the feady shown over TV in that|out that Stevens had served the 

And this seems the proper|Directory has been sponsored by the Alameda-Contra Costa Medical Association; Building Trades Coun- city and San _ Francisco, 

place to inform our readers that cil of Alameda County-AFL; Central Labor Council of Alameda County-AFL; East Bay 


governmental and voluntary agencies providing such| 
To the right of Dr. Michell is Charles Garoni, secretary, 


Cities Allied 


you can subscribe to Labor’: “rinting Trades Council; and Greater Alameda C1O Industrial Union Council. | 


Daily by writing to: 


Labor’s Daily, 720 Crescent Rd. | 
Cnateaten ss we vere" ®* Area Welfare Fun 


One year, $8; six months, $5; 


tore monty, (OF Painters Has 
‘NO PHONY VIRTUE Paid $1,747,902 | 


It was on September 16, 1952, 
that Okey Patteson, then Gov-| : 
ernor of West. Virginia, pressed! Les Moore, secretary of Dis- 


the button to start the press/trict Council of Painters 16, has/owned, unofficial. 


run for Volume 1, Number 1, of received a communication from 
Labor's Daily. An editorial an- Clarence Vezey, manager of the 


nouncement in that first issue Bay Area Painters Welfarelqa}ifornia 
Fund, covering Vezey’s steward-| accociated. 


Said: 

“We're here and we're here to 
stay and fight until the last re- 
actionary and anti-union em- Moore said that he felt thor- 
ployer has been vanquished ... Oughly satisfied with Vezey’s! 
Labor’s Daily! Brother, that’s account of his stewardship, and 
us!” feels that under Vezey’s man-' 

That first editorial, says a @8ement a very definite need 


comment in the third anniver- 24S been fulfilled. 


ship from June 1, 1952, through} 
August 31, 1955. 


Te; i rare | 
sary issue, expressed the “truth, Vezey is a member of Berke 


ley Painters 40 and before be- 


too; not sanctimonious, self- > . 
conscious, socalled impartiality. coming the Painters Welfare 
The New York Times with its rit ghar ail was secretary of, 
ae er eke. pate | Following is the complete text; 
pressing inconvenient news of the communication to which) 
more than once. And the Times, Moore refers: 

compared to the Hearst press,To District Council of 

and the Knight and the Scripps-| Painters No. 16 | 
Howard chains, is a paragon Of pear Sirs and Brothers: 
virtue.” 

And so, argues the anniver- 
sary issue, “here there is no 
mask of phony virtue. Labor's 
Daily went into business to tell 
labor's side of the story and that 
is what it has done.” 


For vour information, we are 
pleased to announce that since 
the Bay Area Painters Welfare 
Fund Plan has set up its offices, 
and have been administrating 
its own Welfare Fund under la- 
bor and management Trustee- 

xe * ship, which began June 1, 1952 
A WONDERFUL PAPER and un to and including August 

As an editor who follows the 31, 1955, we have paid out 
same general policy on East Bay $1,747.902.64 in cash claims for 
Labor Journal, the present writ- employees, employers, and their 
er has no right to argue with dependents, covering disabili- 
Labor’s Daily on this. But as aities and deaths. We believe this 
citizen interested in a morejis quite an accomplishment and 
earnest search by every group'the painting industry in the Bay 
in American society for the full Area can be justly proud. We 
truth on every issue, we'd like feel this will be of interest to! 
to sit down with the Labor’s|\your membership. | 
Daily man and have a nice dis-| During this period of time, we 
cussion of this question some have added benefits on four 
day. |different occasions, with no in- 


get that Labor’s Daily is a won-\additional benefits took effect 


Meanwhile, though, don't for-'crease in premiums. The > Store Clerks Get 


d Phony ‘Labor Paper’ Is_ Paint Makers Ask 


12% Wage Increase 


Exposed by Motor Car 
Dealers Association : | 
An Oakland man-is receiving ANG Post Notices | 


checks paying for supposed 20-| Aas ‘ 
veréisements in a “privately! Copies of the following letter, 
F sent to all employers of mem- 
socalled 4 
P rr ier hase bers of Paint Makers 1101, have 
aper according |), ted by sh Rewards at 
to a bulletin of the Northern|,C€® Posted by shop stewards o 
leiee aleve the union on the bulletin boards 
Motor Car Dealers F 
of all plants under contract with 


t ; the organization: 
The operators of this “old 


curve to a new promotion twist” September 22, 1955 
are assuming that Barnum was To All Employers of Members of 
right when he said, “There’s a Paint Makers’ Union No. 1101 
sucker born every minute,” says Re: Agreement opened on 
the Motor Car Dealers bulletin, Wages 

The trick is worked as follows, Dear Sirs: 
according to the bulletin. You! Please be advised that the 
receive what purports to be membership of Paint Makers’ 


“your advertisement” in the so-|/Union No. 1101 voted to open the 
called labor paper. You are di-/agreement. 


rected to send your ad and| We respectfully request that 
check to an address in another you agree to grant the 714% 
city: “That's a professional wage increase in all classifica- 
mailing address. (a mail drop.)” tions that the Union has alpgady | 


‘Union Labor’ 


These checks are then mailed|yoted for. 


up to the man in Oakland. | Please inform us immediately 
It turns out that another man of your decision on this impor- 
engaged in the operation has an tant matter, at your very ear- 
address on the Peninsula. liest convenience, as such new 
East Bay Labor Journal has wave rates are to be effective 


for some time been getting on December 1, 1955. 

phone calls from business men, Sratemally 

who have received these “in-| ‘ pth eae See : 
voices” for “your advertise- PAINT MAKERS’ UNION 
ment.” When asked by these No. 1101 

business men what to,do about By: JACK KOPKE, 


the “invoices,” the advice of all Representative 


informed persons has been to 


“throw the i | wastebas- . 
Mi ho them in the wastebas ADA Tilden Park 
of the business men a 
Picnic Saturday 


Many 
who have phoned in already 
knew that East Bay Labor 


Journal is the only paper in) Tom J. Roberts, Engineers 39, 
Alameda county owned, con- called the attention of the Cen- 
trolled, and operated by the tral Labor Council this week to 


\Central Labor Council and the the picnic and workshop of the 


Building Trades Council. |Americans for Democratic Ac- 


|tion, East Bay Chapter, to be 
held Saturday, October 1, at Til- 
jden Park in the Upper Anza 
View Picnic Area. 


‘OAKLAND, CALIFORNIA, FRIDAY, SEPTEMBER 30, 1955 


_< 


Apple Pickets In 


The Building Trades Council 
on the old weekly schedule. 
Beginning with the next m 


Developments in the strike of 
Teamster Cannery Workers 
against apple processing plants 
in Sebastopol this week {nclud-' Tuesday of each month. 

This decision was made re- 
_1—Central Labor Council Sec-\cently after full discussion re- 
tary Robert S. Ash announced}ported in the September 16 issue 
that picketing of various stores\of East Bay Labor Journal. 

in the East Bay was beginning} The Board of Business Agents 
this week to encourage the con-|is empowered to conduct any es- 
sumers’ boycott of apple sauce|sential business during the in- 
Produced in Sebastopol behind|tervals between meetings. 

the Teamsters’ picket lines. He THAD STEVENS RETIRES 

ded that affiliated unions| pay! L. Jones, Laborers 304, 
might be called on to contribute|announced that Thad Stevens 
More money to carry on the'of Local 304, for many years 
consumers’ boycott. |BTC sergeant - at - arms, had 

2—Peter Andrade, director, asked that his resignation from 


|Teamsters Western Cannery that office be turned in, as due 


Council, addressed the CLC|to the recent amputation of one 
delegates, 
unions are affected by the Se-\and going to live with his 
bastopol crisis, as the Associated daughter at 2923 Mitchell street, 
Farmers and W. M. Caldwell’s|\Camden, N. J. 
Employers Association hope to! Stevens’ resignation was ac- 
win the Sebastopol struggle as\cented with regrets, and it was 
a prelude to pressing with vigor mentioned that he would ap- 
up union-|preciate receiving cards or let- 
‘ters from his friends. Abel Silva. 
3—A film produced by Retail Hod Carriers 166, chairman of 


was|council long and faithfully, and 
shown to the CLC delegates, it was agreed that the same type 
containing many interviews of gift which has been given to 
with striking men and women other retiring officers, or its 
from Sebastopol. money equivalent, would be sent 
4—Court proceedings by em- tO him. 
Ployers in Sonoma county,, On'nomination by Jones, Burt 
aimed at breaking the strike, 04S, vice president of Laborers 
continued. 304, was elected sergeant-at- 
The pickets advertising the @™™S- Anthony Schiano of Local 
€ons om ers boycott carried 204 was seated as a delegate in 
handbills telling about the situ- Stevens’ place. 
ation in Sebastopol. The ones WESTERN CONFERENCE 
handed out in front of Safeway Notice was received that the 
Stores urged consumers: Far Western Conference of 
“Don't buy Lakemead and Building Trades Councils will be 
Highway canned apple products|held at Reno November 5-6, 
at your neighborhood Safeway With a get-acquainted banquet 
store. Those products are now 2nd dance Friday, November 4; 
being canned in Sebastopol un- 2! resolutions to be at the San 
der the most flagrantly UNFAIR Francisco office of the confer- 
non-union conditions. We—the ence by October 26. 
secular workers in 8 Sebastopol) The council voted to send as 
processing plants — have been delegates President J. S. Miller 


“torced to strike arainst a dawn- 22d Business Agent J. L. Chil- 
‘'to-dark, 6-day week (holidays ders 


Ernie Mulgrew, Teamsters 70, 


es bs BIC October 4 Meeting Marks 
fas ean’ Start of Biweekly Schedule 


this week held its final meeting 


eeting, Tuesday, October 4, the 


council will meet twice a month, that is, on the first and third 
o——— 


iyears, had long been located 
over a music store, but out- 
growing these quarters, was 
moving to the old bus depot. 
Several mechanics, found work- 
ling on the remodeling job there, 
agreed to withdraw, a picket 
was placed, and the Joint Board 
|was notified the restaurant was 
jready to sign. 

|AUTOMOTIVE FIBRES 

| Childers said that on behalf 
jof the Millwrights he had again 
conferred with the management 
\of Automotive Fibres, which 


a ba 


contends that it is bound by 
ithe terms of a nationwide con- 
tract with the CIO. A drier now 
|being installed was especially 
discussed. Some members of one 
|AFL union were discharged by 
jthe management recently; other 
|AFL unions’ members are still 
{working there, but are not 
working for the company dir- 
ectly, but for subcontractors. 
RAY GOMEZ 

Ray Gomez, concrete con- 
tractor, not having appeared 
before the Board of Business 
Agents when requested to do 
so, was put on the We Don't 
Patronize list. 
BUILDING CODE 

The building code committee 
of the council will contact the 
FHA on changes in their build- 
ing regulations. 
ROOF INSPECTION 

Childers. reported that he and 
Stan Summers, and William 
Phalanger of Roofers 81 had 


included) at substandard wages, 
as little as 95 cents an hour.” 
Ash said that the $1000 al- 
ready appropriated by the coun- 
cil to carry on the boycott here 
would probably have to be in- 
creased. 
ANDRADE SPEAKS 
Andrade pointed out that the 
strikers are not migratory work- 


is a vice president of the Far met with the East Bay Confer-| 
Western Conference, having ence of Building Inspectors on| 
been elected to that office two roof inspection, and their sug-| 
years ago. The conference covers gestions had been well received.| 
5 States, and devotes itself es-' CHURCH CONFERENCE | 
pecially to problems arising on} Childers said that a pre-job) 
big Government projects. conference was held with the} 
PLEASANTON HOTEL head of the Mormon group in! 

Childers reported that Bou- Hayward concerning voluntary | 


SCIENCE & INDUSTR 


JOURNAL | 


SINGLE COPIES FIVE CENTS 


Congressman Tells 
CLC Ike's Illness 
Means GOP Fracas 


Speaking Monday to the Cen- 
tral Labor Council, shortly af- 
|ter the stock market had 
crashed with news of President 
Eisenhower's heart attack, Con- 
gressman George P. Miller said: 

“We are all shocked by the 
jnews from Denver. But democ- 
jracy has a way of rocking along. 
|The event does indicate that we 
|may have to change the law to 
provide more carefully for such 
emergencies.” 

Miller added: 


“If Mr. Eisenhower chooses 
not to run, you'll see the gosh- 
awfulest fight within the Re- 
publican Party you ever saw. Hf 
he does decide to run, there'll 
|be the same goshawful fight for 


pointing out that all leg he was leaving Califor? _—_——_“_the nomination as Vice Presi- 


dent. The big fellows are might- 
ily interested in all this.” 


| Some of the reasons for the 
interest of Big Business were 
indicated by Miller. He said that 
under the GOP Administration 
there are “billions of dollars in 
tax exempt certificates floating 
‘around. All a big corporation 
jhas to do is to get a certificate 
of essentiality in the defense 
leffort, and that carries with it 
jbillions in tax amortization. It’s 
as good as a check from the 
|Government. Somebody has to 
‘make up this money. You know 
\by experience who it is that has 
to make it up. It’s you.” 

If the Colorado national com-. 
/miteeman of the party in power 
|had quit in anger when the 
|Democrats were in, said Miller, 
“what a lot of ballyhoo would 
have been raised!” But things 
like that can happen now with- 
out a ripple in the press. 

“You remember how much 
talk there was about mink coats 
once upon a time,” he told his 
audience. “All the ladies under- 
stood that. But many of the 
ladies don’t understand about 
the Dixon-Yates deal—and that 
was the equivalent of 30,000 
mink coats!” 

When the President is of one 
party, and the Congress is dom- 
inated by another, not much 
happens, said the Congress- 
man. He added: 

“Other than idle words that 
go on in Washington nothing 
too favorable to labor or the 
little people of the country is 
happening. One voice, high in 
the Administration, says fine 
things, but another voice, that 


ers. Most of them were born and quet Cohn, owner of the Pleas- work done by members of thelof the Secretary of the Treas- 


reared in the area, live there, 
pay taxes there, and send chil- 
dren to school there. 

He said this was the ninth 
week of the strike, that the 
numbey of persons employed in 
the Sebastopol processing plants, 
which turn out a heavy pro- 
portion of canned apple mate- 
rials in the nation, runs from 
1200 to 3500. 


“The consumer boycott is 
what will win this strike,” he 
said emphatically. “We owe a 
great deal to your Central Labor 
Council secretary and to others 
for helping us in this, and you 
are setting up committees to 
carry on this work, I learn from 
reading East Bay Labor Journal. 

“This is a fight affecting all 
labor in the State. If Caldwell’s 
Employers Association and the 
Associated Farmers defeat us 


anton Hotel, after the place had congregation, and a very good 
been picketed, had agreed tounderstanding had been 
have work there done by union reached. The church leader 
contractors. A committee of guaranteed that all cabinet 
Childers, Ernie Mountain of the work would be done by union 
Havward Painters, Charles Roe craftsmen. Childers said that he 
of the Hayward Carpenters, and believed these pre-job confer- 
Ben Benoyns of the Plumbers ences with church leaders, re- 
had called on Cohn, cently determined upon by the 
A man was found on the job council, were going to bring very 
laying tile who when asked if good results. 
he had a union card, said Chil- NEW BY-LAWS 
ders, produced a card showing Jones as chairman of the Law 
membership in a San Francisco and Legislative Committee pre- 
culinary union, and said he had sented the committee's report 
been doing carpentry work, on proposed revision of the by- 
painting, and whatever else jaws. The report was referred 
needed to be done on the hotel tg the board. to be mimeo- 
Job graphed. All delegates will re- 
Childers said he believed this ceive a copy. Under the rules, 
job would have to be watched it must be read at two meetings 
closely. of the council, and action taken 
SEARS ROEBUCK STRIKE on it at a third meeting. | 
Frank DeMartini, secretary, RoR QUINN | 


ury, says other things, ostensibly 
for the purpose of cutting 
taxes.” 

It was hard to see anything 
but a stalemate developing in 
the next session of the Congress, 
beginning in January, Miller 
said. 

Cutbacks in defense spend- 
ing will hurt out here, he added, 
especially when taken in con- 
nection with deliberate efforts 
by Eastern interests to throttle 
Western development. 

However, he added “when 

(Continued on Page 2) 


William P. Fee Is 
In the Hospital 


William P. Fee, assistant sec- 


oy 


they will be encouraged to Teamsters 70, asked strike sanc-) Bob Quinn, who served as retary, Central Labor Council, is 
spread their anti-union activi- tion against Sears 


Roebuck, chairman of the board of trus-|at the Kaiser Foundation hos- 
ties, which have already done Which was granted. tees for more than 20 years, was|pital, where he very recently 
damage elsewhere in Califor-/PIPER RESTAURANT 


“The Future of Liberalism in 
California” is the theme of the 


A new agreement running for 84thering. 


@ 
derful paper, well worth the/as of September 1, 1955. Hardware Pay Rise 


subscription price. | The new booklets showing the 
increased benefits, will be out! 


F* i i resented with a clock radio underwent an operation, - 

about October 10, 1959. five years has been signed by fis atiety begins Be pom anda * The Joint Board of Culina ei c lete Ans +? ti Robert S ( h mene 

tam au S ac Fata tn : i t & Specialty Store lunch will be followed by the : Ty|and a complete Ansco camera|tary Robert S. Ash announced 
ery truly yours, epartmen y Op y keynote address by Robert E. Andrade said the fight is Workers wrote thanking Chil- outfit. 


Quinn, of Sheet Metalat the CLC meeting this week. 
costing the Teamsters from ders for assistance and coopera- 216, withdrew his name from| 
$15,000 to $20,000 a week, and tion in signing up the Piper res- consideration in the recent eélec- 
that they are prepared to spend taurant in Berkeley. 


BAY AREA PAINTERS Employees 1265 covering some **>' la 
WELFARE FUND 1190 workers in hardware stores. ste ean of the Pacific Sc hool 
CLARENCE VEZEY, The agreement raises the of Religion at 2 p.m. in the 

Manager|Weekly pay of hardware sales- Brazilian room. 


“At the hospital,” said Ash, 
“they report that he is doing 
~ yh, ; tion of officers for 3-year terms. well. The nature of the illness 
‘ a vq) ® MUHon dollars if necessary Childers reported later that President Miller and othe tk r Sof isi- 

- 4 Pg - A panel will disguss “Political n , me 5 ? ot ners is not Known to us. So far, visi 
rs a ag hair Sy bili Power, Community Structure (Continued on Page 2) the restaurant, non-union for (Continued on Page 2) tors are not permitted.” } 

» increases by $§ y yi, 


Congressman Geo. Miller 2, of household goods sales- SOR, PUREE CR eV MRO) aco teh Toa nr ee eee = ne meneame 


Asks for Investigation "ie i sen loge; nung, ore Co AFL Committee for Democrats Launched by Ash and Others 


The differential between former Mayor Laurance Cross 
Negro’s Disch 
Of egros ISC arge Launching of the AFL Com- Diego Tuesday, August 16, 1955, 


From Denver Meet 


Vern Stambaugh, president, 
Carmen, 192, told the Central 
Labor Council this week that 
the Amalgamated Association 
of Street, Electric Railway, & 
Motor Coach Employees held a 
very successful convention in 
Denver from which he recently 


LL a a tt 


|journeymen’s pay and that af of Berkeley, Berkeley City Coun- 
; 7 heads which had cilman Jeffery Cohelan, Larence 


jdepartment & ‘ 
\ Catherine Bauer, and 


heen £19.80 for a 44chour week,Spice:, here in California and in the clear that it is not the purpose 


returned. Congressman George P. Miller}. now increased to $15 Mas Yonemura. mittee for Democrats has been it was decided to form a state- forthcoming Presidential elec- of this letter to encourage any 
Stambaugh added that he'o, September 21, several days| Effectiv pee ary’ I 1956 the. Child care will be provided anounced by a group of “those wide committee called the AFL tion, this American Federation organization to withdraw from 
wished to inform William J.\pefore the illness of the Chief... if ogee! jloyers per during the panel and speech {0'merly affiliated with the AFL Labor Committee for Democrats. of Labor Committee for Demo- State or cities LLPE, Voters 
Vyoley, Insurance Agents 219 Executive, sent the following ale tha she want ayy Lo program. Those attending are ( ommittee for Graves and Roy- For many years a real organ- crats is being formed. Leagues or Union Labor parties. 
who had just made a talk OM jetter to President Bisenhower| 24 a a fund will be $8.66, 28ked to bring their own picnic bal,” in a letter sent to all AFL ized political program by AFL There is no secret about our, Our imediate program 1s: 
the need for unions dealing only|apnoyt the case of the distin- mt affiliated unions in California.'labor has been sorely needed 


with unionized insurance guished Negro retently dis- 
agents, that the Carmen would charged by the Government: 
be glad to consider any proposa oe A se takink 

Foley had to make on healthMY dear Mr. President: 


} 


instead of the former $3.45 per ‘unch. Roberts said that free 
month. beer will be served. Anyone in- 


The contract can be reopened terested is invited. Details can 
yearly on wages, hours, vaca~-D@ gotten by telephoning 
tions, and health and welfare,,LA 5-8487 or TH 3-9985, 


The letter is signed by George) We have watched our unions 
Hardy as secretary of the AFL operating without any defined 
Committee for Democrats, the program or policy and coordina- 
Northern California address is|\tion, which has resulted in the 


goal. It is the goal to “Elect your 
friends and defeat your ene- 
mies’. It is quite obvious from 
the official American Federation 


1. Urge that the Democratic 
Party gives this commitee rep- 
resentation on the Democratic 
Presidential Electors slate in 


and welfare insurance. 


Stambaugh added jokingly| 


that “we'd be glad to sell you a 
building, too.” 


OFFICIAL 
,NOTICES 


The following unions will find 
notices of important meetings 
called by their officers on page 3 
of this issue of the Journal. 


AUTO MACHINISTS 1546 
PLASTERERS 112 
HAYWARD PAINTERS 1178 
SCHOOL EMPLOYEES 257 
pEMETERY WORKERS 322 


\ 


May I respectfully request} 
that you cause an investigation | 
be made of the dismissal of Dr. 
Frank S. Horne from his ad-| 
ministrative post in the Housing 
and Home Finance Agency. 

Dr. Horne has had a distin-| 
guished career, and his removal 
is of great concern to many peo- 
ple throughout the country. 

I personally believe that an 
investigation of his dismissal is 
‘fully warranted. Men who have} 
|demonstrated a capacity for a| 
{position over the years cannot) 


according to Russ Mathiesen,’ 
secretary-treasurer of Local) 
1265. 

The contract, negotiated with 
United Employers, Inc., covers 
the employees of the Simon and 
the Marcus hardware stores in 
Oakland, and the S&S Building 
Supplies Co. in San Lorenzo. 


White Top Cab Company 
Agrees to Negotiate 


be summarily separated from 
service for frivolous reasons 


I am sure that such an in- bor Council this week that the convinced 
\Vestig&tion would have great White Top Cab Co. of San Le- split of last year was water un-} 
jandro, which has been picketed der the bridge.” 


|popular support. 
Sincerely, 


Robert: Taylor, Chauffeurs 
932, reported to the Central La- 


|for several weeks, has agreed to 


GEORGE P. MILLER'negotiate with the union, 


‘ of Labor Record, that the vot-| i 
jgiven as 240 Golden Gate ave- election of people to the various ing record in Washington of the gng wend: toad ae eee 
nue, San Francisco, and thejoffices of Congress, Senate and Republican United States Sen- cratic Party consult with the 

assett 0 er Southern California address as|our State Legislature, who do ators William Knowland, and/AFL Labor ‘Advisory Commies 
\214 Loma Drive, Los Angeles. , |not agree with the program of/Thomas Kuchel as well as the| before nominations of any can- 
B AFL D t The organizing group, in ad-|the American Federation of La- Republican congressional dele-/didate in order to obtain our 
y emocra $ dition to Hardy, is listed as fol-| bor. : gations, has been against every|views on any such candidate. 
w ‘ lows: Robert S. Ash, G. Good- } It is quite evident that there issue sponsored by the American 3. To establish a sta de 
. J. Bassett, secretary-/man, Claude H. Jinkerson, Wil-\is a need for some AFL Com-|Federation of Labor. conference to be held i —— 
treasurer of the Los Angeles liam Kilpatrick, William Knight, mittee to coordinate on a state-| The purpose of this commit-|in November of 1955 fo. det to 

Central Labor Council, in his George O’Brien, Wendell J.wide level those unions that) ise is to organize on a state-|adopt a program wiley the a 

regular column, entitled “Bas- phillips. feel that the Democratic Party|,ige basis. those various unions\ione atftiinten with th * ine. 

sett Says,” in the September 23) Following is the complete text Offers labor a program of a gov- hele # ‘ ‘ I : rs 

issue of the Los Angeles Labor x and their members, who feel|\Committee for Democrats can 

485 e ‘ § é of tl ee a ernment for all the people, not cienhe dike gare Pay 

Citizen, criticizes the forming|°! wap Semecncing letier: the privileged few the Democratic Party is the/enthusiastically endorse. 

lof the AFL Committee for|)0 ALL AFL AFFILIATED In order to coordinate the va-| Party to work with, and thereby; If you are interested in par- 


Democrats “just when almost UNIONS IN THE STATE OF vious unions of the AFL who elect fair-minded Democrats to ticipating in the forming of 
every officer and union was _ CALIFORNIA: feel that the Democratic Party sean 4 sees hugs — the'such a committee and wish to 
that the political Greetings: offers us the best platform for mocratic party consult with! join with us, will you kindly fill 


As a result of a recent meet- organized labor and to assure ‘8 Committee and recognize itiout the enclosed card. 
ing of those formerly affiliated the AFL of ‘adequate represen- *S the Labor Advisory Commit-| Sincerely and fraternally, 
| Bassett is a strong supporter|with the AFL Committee forjtation in drafting and forming tee of the Democratic Party in| GEORGE HARDY 
of Governor Knight. |Graves and Roybal held in San the Democratic Platform both'California. It should be made! AFL Commitee for Democrats 


* 
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BIC October 4 Meeting Mark 


Start of Biweekly Schedule 


(Continued from Page 1) 


spoke of his long and faithful 
service as a council officer. 
DELEGATES’ EXPENSE 

Hugh Rutledge, Painters 127, 
suggested there be a definite) 
rule as to the amount of ex- 
penses and wages for members 
of the council sent out of town! 
to conferences and conventions. | 
MIAMI BEACH | 

Secretary John Davy, in reply 
to a letter he had been author- 
ized by the council to send to 
National Commander Seaborn 
Collins of the American Legion) 


asking that the Legion transfer| 
its convention from Miami) HOUSING STANDARDS 


Beach due to the mistreatment 
of culinary workers there, re- 


ing Trades Council reported that 
the building trades unions of 
Eugene, Oregon, were very 
grateful for assistance given by| 
|Childers in getting the Learner| 
Investment Co. to sign with the} 
unions for work at Springfield 
in that State. 
SWIMMING POOLS 

The San Mateo County BTC 
wrote about organizing swim- 
ming pool contractors, and an- 
nounced a meeting on the sub-| 
ject to be held at 10 a.m. Tues- 


Labor: Editors Go [Women in Ths Congressman Tellsienom THE EpiToR Apple Pickets In 


sTo School at UC 


Labor editors and University 
professors attending the first 
session of the Labor Editors’ 
Seminar on Economic Analysis 
Saturday were much pleased 
with the success of the opening 
session. 


Dr. R. A. Gordon, professor of 
economics, using blackboard 
and pointer, explained how 
economists set up the figures 
for what is called the Gross Na- 
tional Product, and how the 
flow of national income oper- 
ates. Those attending had been 
advised to read before the ses- 
sion George Soule’s “Introduc- 
tion to Economic Science: a 


World 


By EDITH McCONN 


WHEN WE HEAR that there 
are around some 150,000 chil- 
dren enrolled in the schools of 
Alameda County, we begin to 
think that the school business 
is big business indeed. 

Time was when the _ school 
district’s trustees considered 
their task completed when they 
provided a school, light and 
heat, a teacher, and if the 
school was big enough, a jani- 
tor. t 
Lunches, __ transportation, 
books, slates, pencils, tablets— 
all these were the parent’s re- 


CLC Ike's Illness 


(Continued from Page 1) 


peace comes, and it may come 
sooner than we expect, the great 
outlet for hard goods will be the 
Pacific Basin,” and the need for 
a merchant marine will then be 
obvious, and peonle out here 
will benefit by the big trade that 
wilt develop. 

Miller said he hoped to visit 
the council again before the 
January session, but 
have to go to the Orient.” 

Miller’s final solemn word 
was: 


“T may! 


To The Ladies 


Eisenhower—most of his friends 
are rich—have presented him 
with a golfcar, a little electric 
automobile which carries two 
players and their golf bags. This 
device for taking most of the 
exercise out of athletics is 
manufactured at Redwood City. 


The President has reached an 
age where possibly such a 
gadget is necessary. 

But what’s disturbing is to 
think of some of the younger 
people, already all too prone al- 
ways to ride, and never to walk, 


East Bay; Andrade 


Means GOP Fracas|morrmunos cr rence Talks, Film Shown 


(Continued from Page 1) 


“a cheap price for running out 
Caldwell’s crowd and the Asso- 
ciated Farmers.” 

Andrade said that there is 
one brand of union apple sauce, 
put up by tHe Hood River, Ore., 
growers’ cooperative with union 
workers. 

POWERFUL FILM 

The film, produced by Retail 
Clerks 770 of Los Angeles, whose 
16,000 members are cooperating 
zealously in the campaign, 
showed the miserable housing 


Insurance Securities, 
Inc., Moves Into Six | 
Floor Oakland Offices _ 


Insurance Securities Incorpo- 
rated, sponsor of what its man- 
agement believes to be the larg- 
est trust fund in the West, is 
moving into six new floors of 
loffices at 2030 Franklin Street in 
Oakland on October 6, 1955. The 
offices, under long-term lease 
from the Ludar Corporation, 
‘provide modern and efficient 
space and equipment on the 
coast to handle the operation of 
the more than 30,000 accounts 
lin the Trust Fund. 

According to Abe P. Leach, 
president, Insurance Securities, 
with more than $210 million in 


Modern Guide for Laymen,”| 
136-page paperback mentor}! 
book’ costing 35 cents. 

Those who had carefully read 
the little book found that when 
Dr. Gordon finished his talk 


sponsibility. In cities, schools 
were in walking distance. In the 
country, the horse and buggy, 
jthe spring wagon, or the back 
jof the horse provided what 
transportation was necessary. 

A walk of a mile or two was 


day, October 4, at Engineers! 
Hall, 474 Valencia Street, San| 
Francisco. 


Oakland Mayor Cliff Rishell| 
informed the council by letter 


plied: 1. Legion doesn’t take a that Childers has been appoint- 
stand on either side in labor,ed to the advisory committee on) 
disputes; 2. Legion pldns its housing standards and the en- 
convention two years in ad- forcement of such standards in} 
vance, and has already spent connection with urban renewal. | 
$85,000 on the Miami Beach ar-|SIGN PAINTERS 

rangements; 3. National Com-| Childers was invited by letter 
mander doesn't have the au- to speak at the Western Con® 
thority to move the convention,' ference’ of Sign, Display, and) 
and it would cost $12,000 to call Pictorial Unions at Hotel Whit- 
teh executive board together; comb in San Francisco Monday, ! 


4. No other city could handle 
the convention at this late date.) 
PETKER CITED 

At the request of Tile Layers 
19, Lincoln G. Petker was cited 
to appear before the Board of 
Business Agents to show cause) 
why he should not be placed on; 
the We Don’t Patronize list. 


TULARE-KINGS BTC 

The Tulare-Kings Counties 
BTC wrote about its struggle 
with California Employers Asso- 
ciation, and asked for financial 
aid. 


CRUSADE THANKS 

United Crusade wrote thank- 
ing the council for 1954 contri- 
butions. 


DENTAL CONFERENCE 

Childers reported on confer- 
ring with representatives of the| 
State Dental Association on the 
possibility of creating a prepaid) 
dental plan within health and 
welfare. Childers was accom- 
panied at the conference by Wil-| 
liam Norman, Hod Carriers 166: | 
William Phalanger, Roofers 81; 
Joe Souza, Clerks & Lumber 
Handlers 939; Ernie Vernon, 
Automotive Machinists 1546. 
C. W. DORWIN’S DEATH 

Ed Fisher, Plumbers 444, said 
that in the death of C. W. Dor-| 
win, secretary of the California 
Furnace Dealers Association and 
executive director of the Build- 


October 3. 
SCOTT SEED CO. 

The Building Trades Council 
was notified at its September 
20 meeting by the BTC of Co-| 
lumbus, Ohio, that the Scott 
Seed Co., processors of seed and 
fertilizers on a national scale, 
has been listed as unfair to or- 
ganized labor. 
YARD BEAUTIFUL 

The citation letter of the Yard) 
Beautiful concern was returned 
jto the BTC unclaimed. The| 
firm was ordered put on the} 
We Don’t Patronize list. 
UTILITY RATES 

Secretary John Davy was 
jauthorized to send a letter to 
the Board of Supervisors com- 
mending them for proposing 
that utility rates be reduced by 
the amount of the tax saving to 
such corporations ordered by; 
the State Board of Equalization. | 
SHEET METAL FIRM 

The Contra Costa BTC was, 
requested to put the American} 
Sheet Metal Co. on its We Don’t) 
Patronize list. | 


Washington State 
New Welfare Law 


SEATTLE — Washington) 
State’s new law regulating union) 


| 


| session every three months, 


health-and-welfare funds—the 


ers Exchange, the industry had 
lost a man whom all agreed was 
one fair to deal with, and uni- 
versally respected. Rutledge said 
that this was recognized by all 


who had dealt with Dorwin. The} 


council voted to extend expres- 
sions of sympathy to the be- 
reaved family. 

xk & 


BUSINESS TRANSACTED AT 
EARLIER BTC MEETING 

At the previous meeting of 
the BTC the following business, 
not reported in East Bay Labor 
Journal at the time because of 
crowded space, was transacted: 
OREGON GRATEFUL 

A letter from the State Build- 


Attention, GI’S! 


The Jones boys have a wide selection of 
homes in San Leandro. San Lorenzo, Hayward 
and Castro Valley with 


Terms 


To fit your pocketbook and 
payments available. 


Nothing Down 


Immaculate 6-room, 3-bedrcom home: fireplace, 
lots of extras; dining room, plus large kitchen. 
A home to he proud of. 


E. Jones & Sons Realty 
1593 Hast 14th Street, San Leandro 
LOckhaven 9-8911. 

Open evenings until 9. 


the smallest 


DELICIOUS MEALS 
COCKTAILS 


Sports Television 


MEET THE PRESS 


WALT'S 405 CLUB 


122th ST. at FRANKLIN 


EAST BAY LABOR JOURNAL 
Owned and Published every Friday 
by Central Labor and Building and 
Construction Trades Councils of 
Alameda County. 

Street, Oakland 6 


1622 East 12th 
Job Printing ANdover 1-3980 
Business Office ANdover 1-3981 
Editor. ... ANdover 1-3982 
Advertising . ANdover 1-3983 
ANdover 1-3984 

Entered as Second-class Matter, 
Nov. 3, 1923, at the Postoffice of 
Oakland, California, Under the Act 
of March 3, 1879. 

Subscription Rates — One year, 
$3.00; Single Copies 5 cents. Special 
Rates to Unions Subscribing in a 
Body. 

Labor Paper Advisory Committee 


CENTRAL LABOR COUNCIL — 
Robert S. Ash (President of Com- 
mittee); Jeffery Cohelan, Doug- 
las Geldert, Ernie Mulgrew, 
Steve Revilak. 

BUILDING AND _ CONSTRUC- 
TION TRADES COUNCIL—Paul 
Jones (Secretary of Committee) ; 
James Martin, Lloyd Child, J. H. 
Kurt, Hughie Rutledge. 

JOSEPH W. CHAUDET, 
General Manager 


LOUIS BURGESS, Editor) 


WILLIAM B. MULLIN, 
Advertising Manager. 
Manngonsens Committee 
ROBERT S. ASH, LLOYD CHILD, 
JEFFERY COHELAN 


A < | 
lmost stringent in the country! 
| 


jmailing of questionnaires to 
fund administrators by the| 
State Insurance Commissioner. | 

Under the new law, passed| 
with strong labor support by| 


the 1955 legislature, the ques-} 


| 


| 
| 


and had answered many ques- 
tions many passages in the book | 
which they had read hastily be-} 
gan to assume an importance 
not realized in the first read- 
ing. In addition, the whole sub- 
ject, they found, had been) 
greatly enriched by the inter-| 
esting detail with which Dr.| 
Gordon discussed it. 


The morning session was fol- 
lowed by a leisurely no-host) 
luncheon at the Faculty Club at 
which many more questions 
were asked of Dr. Gordon and} 
Dr. Van Dusen Kennedy of the| 
UC Institute of Industrie} Re- 
lations. At the luncheon it was 
agreed that so much interest 
had been shown by those at- 
tending that instead of holding 


one should be held every two 
months, on Fridays, beginning) 
with a luncheon and followed| 
by adjournment to a classroom. 

Representatives of labor pa- 
pers attending were: 

Dick Marriott, editor, Sacra- 
mento Labor Bulletin. 

Frank Anderson and Charles| 
Emerson, Olympic Press edi-| 
tors. | 

Joe Belardi, Agnes Barnhill,| 
and Sam Hagler of the Voice of | 
the Cooks. Bill Kilnatrick, edi- 
tor of that publication, had in- 


not excessive: kids took their 
time, and had a lot of fun. 


Within a comparatively few. 
years, the whole thing has 
snow-balled. This is especially 
so in California where our popu- 
lation increases daily by leaps; 
and bounds. 3 

And for some strange reason, | 
many parents have, at the same| 
time, abdicated responsibility. It 
is true that we have Parent- 


before, and many devoted par-| 
ents giving much time and) 
thought to the problems of the} 
school. 

Many parents, however, have 
assumed that the schools will 
take care of a great many of 
their former duties. As the} 
schools haye taken over more 
functions, the parents have ex- 
pected more of them. 

But good as our schools and} 
teachers are, the home still has 


a function that the school can-| 


not perform. Training in habits 
of work, in habits of study, in 
ethics and behavior, remain the 
functions of the home and the 
parents. 

We do not want our children 
to become simply wards of the 
state. | 


tended to be present, but was) 
delayed at the last moment. The) 
editor of East Bay Labor Jour- 
nal and Joe Belardi got together} 
for a private conference on the 
glories of Alabama, their home| 
tate. 
Frank N. Jones, editor, Build- 
ing Trades Report. 

Lilian Elner, editor, the 
Twenty-niner, published by Of- 
fice Employees 29. | 

Louis Burgess and William) 
Mullin, editor and advertising 


n 


| 


Bay Labor Journal. 

John Hutchinson, coordinator 
of labor programs for the UC 
Institute of Industrial Relationts, | 
who had made arrangements for} 
the seminar in cooperation with 


Therefore, to the schools’ 
many duties is added the one of 
reminding parents of certain of 
their duties which remain ines- 
capable, 


‘Health and Poise 


Home Safety | 


Falls rate high among causes Union endorse the fund-raising| 
of injuries from home accidents drive of the United Bay Area) 


at all ages. But it is to people 
over the age of 65 that falls 


who will be taking up this habit 
of being carried around to their 
game. 


“Not now, nor in the foresee- 
able future does labor dare to 
|\let down its guard. The only 


articulate voice for the interests died 
\of all the people of the United ONE LITTLE BOY we know of 


| »|Was persuaded by his father, 
States is the labor movement, while the boy’s mother was away 


for a time on a visit, to walk to 
Ash Urges Unions ::°2°', ver, m5, snsteas 
To Back Crusade 


of being hauled the short dis- 
The following letter has been| 


tance. in a relative’s car. 
At first the little fellow pro- 
sent to all unions affiliated with 
the Central Labor Council: 


TO ALL AFFILIATED UNIONS: | 
Greetings! 


it. He’d walk along with some 
other little boys whose parents 
still had the oldfashioned no- 
tion that human beings are bi- 
peds, fully capable of walking, 


tested, but he soon came to like) 


As in the past, labor should 


/Teacher organizations as never again be ready to give support 


toward the United Crusade 
which this year is one big oper- 
ation known as the United Bay 
Area Crusade, consolidating five 
counties surrounding the Bay 
Area. 


The Central Labor Council of 
Alameda County at its regular 
meeting on August 29, 1955 en- 
dorsed the United Bay Area 
Crusade. 

It is urged that your organi- 
zation follow this course to give 
{\wholehearted support and co- 
loperation to make the forth- 
lcoming UBTC campaign a huge 
success. 

The next step following en- 
dorsement is participation in 
the United Bav Area Crusade 
campaign. In this regard, we 


urge that local unions enter into! 


the labor-management commit- 
tees which will be established 
i 
to carry on the campaign. In 
planning your participation, we 


jalso urge your cooperation with! 


Brother Ray Colliver, AFL liai- 

son representative in the UBAC- 

East, Bay office. ; 
We request that your local 


Crusade for 1955. 
Upon favorable action by your 


n various industries and firms) 


and he got to enjoying that 
walk very much, 


WHEN MOTHER RETURNED 
from her visit, she took it for 
granted that the child should 
be carried to school in an auto- 
mobile, since the school bus was 
not allowed to serve children 
living so close to the school. 
Despite all protests by the 
father and other kinfolk, she 
began once more to bundle the 
little fellow into the car and 
haul him to class. 

If mother keeps on, when that 
boy has attained the doddering 
old age of 17 or 18 and begins 
to tackle golf, he’ll expect to be 
hauled around the links in a 
golfcar. 

But by that time, perhaps, 
| we'll have progressed so far that 
|he won’t have to get out of the 
car to swing his clubs. All he’ll 


| 


for him! 


Child-rearing 
10 Easy Lessons 


The Carpenter 


A child psychologist has just 
issued a new book entitled 


Should Know.” 
A housewife in Indianapolis— 


are most likely to be fatal, membership, I would appreciate tne mother of six—sums up all 


Council figures. 


The whole family can help,your endorsement to the press.| 
fall-proof the home and grounds} 


just by giving more thought to 
doing away with fall hazards, 
the U. S. Department of Agri- 
culture suggests. 


—goes into operation with the|/manager, respectively, of East/according to National Safety your informing me immediately 
in order that we may release} 


Sincerely and fraternally, 


CENTRAL LABOR COUNCIL 
OF ALAMEDA COUNTY 


ROBERT S. ASH, Secretary 


{parents need to know in 10 little 
sentences. When a parent knows 


ness: 
1. Where’s your other shoe? 
2. 
boy. 


of the workers in Sebastopol, assets, is the largest owner of 
from some of which houses the|insurance stock in the country, 
processing plant owners are|The portfolio of the Trust Fund, 
trying to have the strikers he said, is invested exclusively 
evicted. in securities of fire, life and 
The post to which a union,Casualty insurance companies 
jand has recently been increase 
from 56 to 70 companies. Th 
\investment*is sold through 10- 
jyear participating agreements 
and is designed for “long-term” 
}growth. 
Raymond H. Miller, general 


organizer was tied while beaten 
with a bicycle chain was shown, 
and the way he was tied, back 
bare, to the post, where he col- 
lapsed when left by the beaters, 
and was found later on the, 
ground, hands still tied round| 
the post. sales agent for the Trust Fund, 

Men and women from the states that “Its development 
struck plants were shown telling Since its organization in Cali- 
their story of low pay, long fornia in July 1938, has been 


hours, standing in water to|Phenomenal in that it has 
work. grown with consistently  in- 


these representatives. 
The Trust Fund the manage-@ 
ment stated is “unique in that 


|have to do is touch a button) 
and the game will be played| 


“What Prospective Parents! "_ 


these, she claims, he is in busi-, 


Give it back to the little 


tionnaires will require welfare-|Dr. Van Dusen Kennedy, was 
fund administrators, insurance|Present, as was Dr. Joseph Gar- 
companies and health-service|arino, associate professor of 
lcontractors which wunderwrite|imdustrial relations, who is ex- 
welfare plans to make an ac-|Pected to discuss economic is- 
counting of premiums received, |SUes at a later session. 
benefits paid, commissions or}, Pr. Arthur M. Ross, head _ of 
fees paid to agents, and reten-|the Institute of Industrial Re-| Children can learn to keep 
tion rates. A complete financial|!ations, when he was called up toys off the floor or lawn ex- 
statement and audit will be re-|>y the editor of East Bay Labor|cept in their own play area. 
quired annually. Journal and thanked for having)Many an elderly person has 
The new law, which went into,Made possible the seminar re-\tripped on toys left on stairs, 
leffect June 23, directs Insurance Guested by the editors, pushed|walks or other unexpected 


For example, check on steps 
and stairways to be sure they 
are well-lighted, in good repair, 
have continuous handrails and 
handrails on both sides if they 
are wide. 


3. I warned you 

break, didn't I? 

4. Sh-h-h-. 

5. Why can’t you bend over 
your plate? 

. Not now, I said. 

. Who did that? 

. Because—well, it just does, 


‘(News About Women 


Wife Followed 


Country Club President Ray 
Ashcraft of Elizabethtown, Ky., 
according to United Press 


CAI 


4 


it would | 


|Commissioner William A. Sulli-| 
van to examine each fund at) 
least once every five years, and| 
empowers him to conduct pub-| 
lic hearings and subpena wit- 
nesses. Persons failing to com- 
ply are liable to a maximum 
penalty of a $1,000 fine and a 
year in jail. “We're going to 
apply the same tactics in exam-| 
ining welfare units as now per-}| 
tain to insurance companies,” 
‘Sullivan said—Labor’s Daily. 


ANDREW J. BIEMILLER, 
secretary of the AFL Committee 
on Atomic Energy, urged that 
AFL unions set up programs to 
prepare for the peaceful use 


aside the editor’s remark that} 
“our group is small, and it seems| 
you people have to go to a good 
deal of trouble for so small a 
group.” 

“We don’t measure things like 
this by the size of the gate,” re-| 
plied Dr. Ross. “Your group may) 
be small, but it is an important} 
one in the economic life of the 
State.” 


Tell °em you saw it in the 
East Bay Labor Journal. 


OAKLAND FLORAL DEPOT 


Member of Gardeners, Florists 


of atomic energy. 
pS 1 ie st ee 
Paul and Ruby Burnett 


NEW LUCKYW’S 


Featuring Charcoal Broiled Steak 
and Italian Dishes 


es 
Fine Liquors 
2268 TELEGRAPH AVENUE 
OAKLAND 
Telephone Highgate 4-5708 


Wwoewwwwwvte 


TORCH CLUB 


Your Labor Temple 
Neighbor 


BEST DRINKS IN TOWN 


Between Grand Ave. & 23rd St. 
on Broadway 
CARL - MIKE, Owners 
Members Bartenders Union 52 


SWANS 


DEPARTMENT STORES 


Washington Street at 10th 
Oakland 


Use Coupons 
Take 6 Months 
To Pay 


INCLUDING CARRYING 
CHARGES 


No Down Payment 


1 


\they may be trip-hazards. 


places. 

Be sure open windows have 
tight screens or other safe- 
guards to prevent falls. Be sure 
garden tools are not left where 
If 


jyou substitute scatter rugs or 


grass rugs for winter carpets be 
sure they are secured against 
sliding underfoot—or catching a 
heel or toe. 


NEW CONSTRUCTION out- 
lays reaehed a new all-time 
high for the first eight months 
of 1955 but housing starts con- 
tinued the downward trend of 
the past few months. 


and Nurserymen’s Local No. 1206 


928 VIASHINGTON STREET 
OAKLAND 


Phone TEmplebar 2-0262 


J. G. Molakides & Sons 


Distributors of 
BURGERMEISTER 
“A Truly Fine Pale Beer” 
reet TEmplebar 2-0280 
OAKLAND 


245 - 2nd St 


Complete 


Food 
Markets 


FOR 44 YEARS OAKLAND’S 
OUTSTANDING NAME FOR 


FLOWERS 


You Will Receive Personal 
Attention from the 


Tony Rossi & Sons 


CLYDE HAROLD 
Funeral Designs, Decorations, 
Weddings—City Wide Delivery 
1508 FRUITVALE AVENUE 
Telephone KEllog 4-2404 


CLARENCE N. 


MORTUARIES 
i) 


“Built by Personal 


Service” 


& 
Main Office: 


FRUITVALE AVE, AT EAST 
SIXTEENTH STREET 


Telephone KEllog 38-4114 


Elmhurst Ch 


apel: 
EAST FOURTEENTH ST. AT 
EIGHTY-NINTH AVE. 


Telephone TRinidad 24348 


ifollowed him to the tee and) 


knocked in a hole-in-one. 


OAKLAND TITLE INSURANCE 
COMPANY 


15th and Franklin Streets 
Oakland 12, California 
Telephone GLencourt 1-8300 
1164 “A” St., Hayward, California 
Teleph Efferson 17-8300 


PATRONIZE ONLY UNION 
BARBER SHOPS THAT DISPLAY 
THIS SIGN 


you're worried 
over bills, 


you can’t 
get a loan 


IF 


All you need is a steady in- 
come and an honest desire to 
become debt free. We have. 
helped thousands of people. 
We believe we can help you 
with your problem, 


ONE PLACE TO PAY. 


PAYMENTS BASED ON 
YOUR INCOME, 


NO REGISTRATION FEE. 
NO CONSULTATION FEE. 


NO CHARGE — UNLESS 
oer PLAN IS SUCCES- 


FINANCIAL 
COUNSELLORS 


Oakland, 1212 B’way, GL 2-4315 

S. F., 717 Market St, DO 2-1766 

Hayward, 1079 B St., JE 7-7000 

San Jose, American Trust Bldg. 
CY 4-9940 


Oldest and Largest in California 


jbeemed when his 157-yard tee that’s all. 

shot rolled only four inches} 9, Take that out of your 
from the cup during a weekend mouth. 

jfoursome. His pleasure was} 10. No. Now quiet down and go 
short-lived, however. His wife to sleep. 


"ALAMEDA COUNTY-EAST BAY 


we! TITLE INSURANCE COMPANY | 


Courteous, Depeudable Service 
{In business continuously since 1861 


1510 Webster St., Oakland, Calif. 
Hayward Office 
1165 “A” Street - Jefferson 7-1165 


DANCING 


7 BIG NIGHTS A WEEK 


BOB SCOBEY'S 


FRISCO JAZZ BAND 


GARY NOTTINGHAM 
and his music 


LUNCH ... DINNER 
LATE SUPPER 


Oakland Showboat 


Jack London Square 


SAVE 
INSURANCE 


20% PREMIUM 


What Is the Preferred 
Driver Plan? 


PREFERRED DRIVE PLAN— 
20% ‘reduction in the cost of 
automobile insurance for care- 
ful drivers who don’t have losses. 
The plan rewards the careful 
driver and encourages safe 
driving and accident prevention. 


This Can Be Secured Through 


PAUL N. FULLER 


3207 GRAND AVENUE 


Office Phone GLencourt 1-5321 
Residence—OLympic 38-1178 
Tear Here and Mail 


fr — — — COUPON — — — 5 


I am a careful driver and am in- 

terested in your plan to save | 
120% on my automobile insur- | 
| ance. | 


' Please call or contact me as my 
present policy expires on or | 


| about 1.0... 5 

| DERG 4 eccessnennincaginnis 
| | ET LESS SOR tet oe Snes oa | 
LC Ee me 


I iain ck ss isceeinadetpsomne ti = 1 
are 


ON YOUR ENTIRE 


AUTOMOBILE 


it affords the privilege of par- 
tial withdrawals without ter- 
|mination of the agreement, and 
periodic withdrawals at regu- 
‘lar intervals if requested by the 
client.” 


PT&T NEGOTIATIONS with 
the CIO Communications Work- 
jers continue after a month of 
|discussion, with Federal Media- 
|ltor Arthur Viat recently called 
in. The company has asked the 
union to withdraw objections to 
a no-strike clause in all con- 
tracts. 


Nathan Berke, attorney for creasing momentum. In April of 
the struck Sebastopol apple last year the Fund passed the 
processors, announced Tuesday $100 million mark and this year 
that he plans to file an unfair |S€eS / that figure more than 
labor practice charge against doubled. 
the Teamsters for encouraging| Miller, assisted by Inez Miller, 
a consumers boycott. has a staff of 190 specially 
trained representatives through- 
© out the State who will attend 
American Consumers Now ; “recognition” dinner at the 
fla 2 Leamington Hotel on Friday 
Very Heavily in Debt = octover 7, 1955). Bankers and 
WASHINGTON (AFL News)—/financiers, both local and from 
American consumers were in|the East, will be among the 
ldebt to the tune of a record-|750 guests invited to honor 
\breaking $24.9 billion on install-| 
|ment purchases in June, the 
‘Federal Reserve Board reported. 
The rise, paced by purchases 
\of automobiles, was 75 per cent 
jgreater than the gain in June, 
1/1954, and three times as large as 
the increase for the same month 
in 1953. 
June was the sixth consecu- 
tive month in which automobile 
loans hit new all-time record 
highs. Other types of consumer 
installment credit increased 
“moderately,” the board said. 
Total consumer credit of all 
types also hit a record level of 
$32.5 billion in June. 


Patronize Our Advertisers! 


| Orinda Willows 


Luncheons - Dinners 
Banquets 


MINK PIANO BAR 


DANCING NIGHTLY 
(Except Monday) 


MAURICE ANGERS ORCK. 


| kk 


| Oakland Willows 


Luncheons - Dinners 
Banquets 


MERRY-GO-ROUND 
PIANO BAR 


OAKLAND ORINDA 
GL, 1-2944 CL, 4-4355 


Gre Mi Nelson 


| MIAMI MIAMI BEACH 


OFF LIMITS 


ON MEMBERS! 


{ 


| 


1 
| 


Good Used Typewriters. $ 9.50 up 
| ded THE TYPEWRITER DOCTORS 


22nd and BROADWAY TEmplebar 2-3465 
We Buy and Sell All Makes of 
TYPEWRITERS and ADDING MACHINES 


| EMIL VILLA'S ORIGINAL HICK'RY PITS 


THE ONLY BARBECUE HOUSE IN ALL 
CALIFORNIA EMPLOYING THE GENUINE 


SOUTHERN METHOD—NO FOOLIN'! 
ORDERS TO GO OUT HOMEMADE PIES 


The HICK’RY PIT: 


Open 7 Days a Week—11 A.M. to 9 P.M. 
CASTRO ST. e JEfferson 7-0734 ry Hayward 
“Pork from Pigs that made Hogs of Themselves” 
4392 TELEGRAPH AVE. e OLympic 4-0915 @ Oakland 


| 


1047 


ATS 


DENTA 


LATES 


at 


EAR AAR LR ARES 


< 


_NO MONEY DOWN 


eee 


PAY NOTHING FOR 6 MONTHS 


ON APPROVED CREDIT 


21 MONTHS TO PAY 


db 


Be Thrifty . . . Save With VERY LOW PRICES ..;, 
Come in Now, No Appoinment Needed 


DR. J. A. CAMPBELL 
1629 Telegraph Ave. — Phone TEmplebar 2-4916 


~BRANCHES 
EAST OAKLAND: 3334 E, 14th HAYWARD: 580 CASTRO 
RICHMOND: 909A MACDONALD AVE. 


“Tr WATCH IT WITH WATCHMAKERS ~~?" 


New Clauses in Watchmakers’ Pact 


By GEORGE F. ALLEN 


The membership at the San] The paragraph with reference 
Francisco meeting last week ap-|to Price advertising has been By BEN RASNICK 
Proved the new agreement that/clarified. This will read as fol-| A few weeks ago in this col-,maintaining those same condi- 
was negotiated between the un-\jows in the new agreement:—|umn, the brothers were asked to|tions. If you are suspended, it’s 
ion and the large retail jewelry] (a) The firm agrees not to help one of our members. This/going to cost you money by be- 
stores. We are now in the proc-ladvertise any price in connec-|brother didn’t come into ourjing taken off the job, plus a re- 
ess of having the agreements/tion with watch or clock re-loffice begging for charity, norjinstatement fee. If you don’t 
printed and they will be in the/pairing and/or watch or clocklis he some transient bum. He is|know what the dues are, phone 


mail shortly. The charges are|crvstals. Price advertising ofla good hard working union man|the office. There is always 
ence has already been held, the} —_ you are herewith officially notified that Lodge 1546 meets in reg-\not too drastic, however, were|watch attachments or accesso-|worthy of a helping hand, His\someone there to help you. 


drawings marked and working|utar session on the first and third Tuesday of each month at the hour necessitated due to the activi-|ries when used in conjunction|wife has suffered a very leneth ; 3 
conditions, etc, have beenjlof 8:00 P.M. in the Labor Temple, 2315 Valdez Street Oakland 12, +10; of certain employers. The|with a watch or clock repair islillness and ar had "en eed ences bf Pa ; bey 
agreed upon, therefore , this a ‘tia ate ed dis Wadiind beard te hs He modifications in the new agree-jalso prohibited. The word “free”|many blood transfusions. This|ter are $16.00. Next quarter 
sae Re 8 nice 10D. ny hagiald Templo snd you are herewith etficially requested fe be in at-ment are as follows: or anv other word that conveysloffice thought it would be a fine|they will be $16.05. 
sub-contracted the piping and|‘endance.” Any regular work week sched-|the thoueht that it is “free” isigesture if some of the brothers| ‘The office of the Welfare Plan 
this office has been notified uled for less than forty (40)jalso prohibited. d donated some blood to replace| youd still like all the brothers 
that Elmco Company has been hours must be worked Mondav| (b) Section (a) of this para-|that which was used, thereby|to ask their personal physicians 
the successful bidder. This Com- through Friday, with all work|@raph is not to be construed asjeasing the financial burden onlir they would be willing to go 
year apprentice, 3rd place win-|pany will start hiring fitters {performed on Saturday being at/referring to the sale or servicing|this brother. Well, the response| aiong with the schedules as set 
ner, Henry Schram, fourth year|in November. The Dupont Com- jovertime rates. . \of a new watch, nor the sale or|wasn’t as good as we hoped it!rorth in the Welfare Plan book- 
apprentice Ist place winner|pany has announced that in Anv emplovee instructed to|servicing of new watch bands. would be and consequently|jet, rf your doctor is willing to 
and Norman Cogar, third year|connection with this present report for work shall be granted/bracelets, cords, etc., when said|prought this suggestion to light.|4o this would you notify the of- 
apprentice, 1st place winner «(a 4 ? a minimum of four (4) hours|item is sold or advertised as a|Why doesn’t this local start its|rioe of the Welfare Plan? 

‘ ver , pav. separate piece of jewelry and injown blood bank? Blood donated Our next regular meeting will 


| We are very happy to reportjan additional multi-million dol-|a clear order from the local. . TY :_Ino wav connected with a watch th hi 
ae al Pres tj iti . Fraternally yours, je seven, (7) regular holi- : Ma by the membership would be} 
that General President Martin|lar addition will be built right raternally yours davs in the present agreement|or clock repair. used free of charge by any of Pe October 1, and remember the 


P. Durkin is making steady|ne this plant. This second GEORGE WHITTON, ' 
progress in recove Af Mpa ents ath coins part age Secretary-Treasurer shall be paid holidays regardless| (c) The firm agrees not to|the members in case of an ill-|Executive Board meets the 
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Reports of Steamfitter Delegates , 


By JIM MARTIN 


ICIAL NOTICE 


UP THE LADDER WITH PAINTERS No. 40 q 


Painters 40 Will Start Blood Bank 


OFF 


- 


Our next meeting to be held 
on October 6, 1955 will be a 
special called meeting for the 
purpose of hearing the reports 
of your delegates to the Cali- 
fornia State Federation of Labor 
convention and the United As- 
sociation National Apprentice- 
ship Contest, which was held 
recently at Purdue University in 
Lafayette, Indiana. 

Also, at this meeting General 
Organizer Archie Virtue will 
present prizes and placques to 
the apprentices of Local 342 who 
participated in the California 
State Apprenticeship Contest in 
July of this year. These appren- 
tices are Bobbie Beeson, fifth) 


project which will be built by 
Kellogg Company for the Stand- 
ard Oil Company, Richmond 
Refinery. This job will start No- 
vember ist and will employ at 
its peak approximately one hun- 
dred and fifty journeymen. The 
completion date has been set 
for July 1956. A pre-job confer- 


To All Members of East Bay 
Automotive Machinists 1546 


Fraternally, 
A. J. HAYES, 
Recording Secretary 


Plasterers 112 


IMPORTANT: To All Members of Local 112: The business agent 
was instructed at the meeting August 18 to remove all men from the 
job who are 3 months or over in arrears on dues. So you can see, 
$10,000,000 Refrigerant Plan t\brothers, the business agent has no alternative, as he must act under 


, 3 tee any renaired watch|ness neceSsitating transfusions.|same evening at 7:00 p.m. 
ealth following his recent/site already held by the com- of the day on which thev fall. fuaran 8 fest 8 

po volt ildg eee. ee) ate Pee nate ag Mg As Ihc ie Hayward Painters 1178 . | The month of September has|or ‘clock for more than six|This wouldn't be like donating 
Most of our members are em-|miles east of Antioch and will Comes the next regular meeting of this Local on Friday, October 7. been added to the vacation ne-|months, as long as the Propri-ito some far off charity. Here is 


OLD AGE PENSION group 
meets in Oakland, October 1, 
Saturday, 1:30 p.m., Key Sys- 


riod which vreviously included 
only June, July and August. 
Insurance payments have 


ployed at the present time andjmanufacture sodium and ethyl]|4 real point of interest at this meeting will be thé selection of a date 
as new projects are due to start|chloride which are used in mak- ghee agi eaget  Oiee bla jer ae - Friday, Decemiiee 6; 
in the very near future the em-|ing tetraethyl lead and two sol-|°% *™G4y the 43rd. Come out and choose the date. 


etor Member of the Watchmak-lan opportunity for us to par- 
ers Union Local 101 does not|ticipate in something that will! 
violate this paragraph. be of direct benefit to our mem- 


9 


Fraternally yours, 


been changed from a percentare 


The firm further agrees it will 


ployment situation will be very,|vents. The first unit is to be 
good throughout the winter and} 
into next year. 

The fertilizer plant is a new 


rere. 


completed by late next year and 
the second addition will be com- 
pleted early in 1957. 


DRESSING ROOM CHATTER 


Theater Union Notes Fox Changes 


By JOE CONNELLY 


Harold Seidenberg, city man- 
ager of the Fox Theaters in 
Philadelphia is slated to move 
to Oakland as city manager for 
Fox West Coast Theaters here, 
according to Saturday’s Tribune, 

For many years past the man- 
ager of the Paramount has act- 


when a chair burned on the 
mezzanine lately. Wonder how 
many years it has been since 
any theater in these parts have 
had a fire drill? James 
Botts, former manager of the 
Foothill in Oakland and the 
Times in Alameda an apparent 


ROBERT G. MILLER, 
Recording Secretary 


Alameda County School 


Employees 257 
The next regular meeting will be held Saturday, October 1, at the 
Labor Temple, 2315 Valdez Street, at 2 p.m. The executive board will! 
meet at 12:30 p.m, 
Fraternally yours, 
JOE FALLS, 
Secretary 


‘ y 
Cemetery Workers No. 322 
The October meeting has been moved to Tuesday, October 4, 1955, 
8 p.m., Hall L, 3rd floor, Labor Temple. 
The second section of the contract will be reviewed at this time. 
Cordially and fraternally 
EDWARD REITH, 
Business Representative 


AN 1-9587,)0f his weekly salary. 


Printers Auxiliary to 


not hold members of this Union 
responsible to the Firm for a 
guarantee of their work in ex- 
ces of nirlety (90) days. 

The agreement is a one year 
agreement. 
SAN JOSE MEETING NOTICE: 
The next membership meeting 
will be held on Tuesday, October 
4th at 8 pm —Labor Temple, 
45 Santa Teresa St., San Jose. 


ere eee 


Bank Teller May 
Have to Quit Next 


payment to a flat $4.00 weeklv 
payment when seventy (70)) 
hours or more are worked in a 
month. Where less than seventy 
(70) hours in the month are 
worked, payments remain on 
the percentage basis—This new 
payment plan includes all mem- 
bers except apprentices, where 
the weekly payment will be 5% 


Oe ne 


Hear Delegate’s Renort 
At October 6 Meeting 


bership and perhaps to your 
family. Let’s go to work on this 
idea and give it some thought 
between now and our next 
meeting. 

Brother James McPhee is out 
of the hospital now but hasn't 
gone back to work yet. Brother 


Earl Getts is in Herrick Memo-|} 
rial Hospital and brother Ed 


Samuels is in Providence Hos- 
pital. Both brothers convalesc- 
ing after operations. 


A reminder to the brothers 
who haven’t paid this quarters 
dues yet. You have until the 
end of this week and then you 
will be suspended. We are hav- 
ing a very good working year 


tem Employees jdg., 410 Elev- 
enth St. 


CLEVELAND — Automation’s 


jsuicide in Smith's Canal near next victim might be the bank 


Louis Park, Stockton. Our deep- 
n’s| et sympathy to the surviving 
{members of his family as well 
as the members of the Syufy 


By Muriel J. Pfaffenberger 
Press Correspondent teller. 


|_ The next regular meeting Of here is a new machine out! 
‘Typo Union No. 36 Auxiliary! that counts the long green 


and Mailers No. 18 Auxiliary is t icall s 
to be held at the home of Mrs. se nage Se jtions in this area. Lest this local 


Vacation Reports from Painters 127 
eee NY Oe A can |May Stapleton, who was our, Bank offieials wh ve wit-|be accused of having its hand 
By HUGHIE RUTLEDGE idelegate to the recent Conven- Me one na pr ro beat say out all the time, may I remind 
Vacation over and back on the) beyond the rest of us common|tion in Boston in August. She that in processing 36 000 bills the delinquent brothers that 
job after 2 weeks during which|herd the news we received from|has her report ready so be sure an hour it is four times as |Your hand is out too, accepting 


ed in a dual capacity, doubling 
in brass as city manager. 
At the time of John Nyle 
appointment as manager of the 
was)", 


ramount, no mention . xi 
Paramount jfamily in the recent loss of Mrs. 


_ 


STROKES OF THE BRUSH FROM LOCAL No. 127 


and there is no excuse why a 
member who has been working 
steady cannot pay his dues to}}, 
organizations that are constant-|f 
lly improving wages and condi- 
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WHAT'S 
DOING 


MRS. GRACE BUFORD, wife 
of Frank (Boots) Buford, La- 
borers 304, suffered three frac- 

Tell ‘em you saw it in the tures of an ankle in a fall. She 
East Bay Labor Journal. jis recovering at their home. 


e- 


School children visit ““Telezonia”’ 


If your youngsters 
should come home 
from school some day 
soon talking about a 
fabulous land of pup- 
pets, here’s what it’s 
all about. An enter- 
taining color motion 
picture called ‘‘Adven- 


made of the City managership.| iyi din Syufy of Vallejo, moth- 
It hardly seems likely, in View| or of Raymond Syufy. Ray was 
Tiuanaai'e wakainun eg the/assistant manager of the Rivoli 
ompanys no s akland)here prior to World War II, 
that these posts would be sep-| while attendine St. Mary’s Col-|time some 3500 miles covered 7\/Hermit Valley high up in theland come and hear all about " : jwages and conditions and the 
arated at this time. On the)ege, states, 2 countries driving like|/Sierras will be most interesting. the proceedings. Her address is speedy as best of the wet thump) roteetion of organized labor, 
other hand no mention has been} hell, fishing here and there,|Good old Open Door knocked!4415 Bennett Place, and her “ae yet so darn reluctant to share| 
made of Seidenberg actually| poppe |trying to cram into 2 weeksjover a good sized buck which is telephone number is ANdover Not only that but it I icmeord helping defray the costs of| 
managing a house here. Billions Club Has |what should ordinarily take 2)even 1 more than (Poker Doub-|1-7944, date of meeting is Oc- a an elec ve aa device to} : a ——$—$——— 
Inasmuch as Former District, |months and then glad to bejloon) Kessel has scored in theltober 6, at 10:30 with lunch to peek 3 eee ae woe nil 
Manager Rothafel’s y moving OD M b N jback to the regular grind. Like|Livermore Hills since the season|follow at 12 noon. the machine automatically fe 
John Klee, is reportedly moving} em ers OW |most everyone we were glad toiclosed last year. Guess honors} The third and last reading of cee ee ee 
aise : = Reese | | ¢ } St ree or fatter by a buck. 
the District office to San Fran- a go but a damned sight gladder|go to (Open Door) Elmo. Under- Law. i ‘ 2 
cisco, it is possible that Seiden-l| CHICAGO—The nation’s “Bil-|/t, be back. starid that Uncle Genie Well vad he gt and Conmutution Its manufacturer says that it| e 
berg will function as a combi-|lion-Dollar Club” now has 68 | travis. one ebdiwd: Sew. ea \dimaet rhoubete: SRIAteNOR tol ; * -s is meeting. works equally well with new or] @ 
i sity f-|members — an all-time high. ata : We are all hoping for a speedy used bills. Five thousand dollars| @ 
nation city manager and unof-| 1 \gretfully report the death of 3\put this article in the Rade Lab|_ : se lei , ’ | 
ficial assistant to the D. M.,/Each has more than a billion) our brothers. Brother William|News. Permission granted. Some|?°°°Ve'Y of Mrs. Lou Ella Coop-| worth of either variety will pur- 
thus leaving Nylen free to oper-/dollars in assets, and together) pi) Mulhare top ee es roe dirty skunks from the Nevadal@’ _mother of our Secretary;chase one.—Labor’s Daily. 
ate the Paramount exclusively. their assets total $185,211,466,357./ 45 Williams & Sons and with/desert beat out brothers (Peanut Mary gate wer ick ees 
Up-and. down the aisle. Included in the list are 28 in-|\ nom your scribe worked with Pépper) Parman and (Blackie)  seoaert “a ee “nee Memoria 
Norma Rodriques Farias send-jdustrial firms, one fewer than|for many years passed away on Miller to the fish in Walker >?!'@ Rune es 
ing her dues in early as she left/at the close of 1953. Fifteen iIN-| September 10th, at Kaiser hos-\ Lake. The two above brothers 
for Las Vegas Monday and ap-jsurance firms and 25 banks and|nital after suffering a cerebral are well known around the hills! 
parently wasn't, counting onjfinance corporations make UP/hemorrhage. Brother Carl Os-|for their ability to clean out a 
breaking the bank there . . .|/the rest. itrum an old timer of the local, ake in jig time, having made| 
Carol Cline handling in her) yargest of the group is an in-lretired for the past few years\Lake Alpine look like a bottle | 
week's notice at the Paramount. surance firm, Metropolitan Life,/passed away on September 19th|of distilled water a few years 
Diane Cox is slated to replace yith $12.3 billion in assets. Thelafter a lengthy illness. Brother|back. Wonder how long Sher-| 
her... Jimmy Thomas cur-'o)) system is next with $12\Gustave (Gus) Pearson, long man Lake can last against this 
rently in the U. S, Coast Guard, pijion. Prudential follows with|time member of the local passed |onslaught. 
a former relief doorman at the! s19.9 billion, and the biggest fi-jaway on September 25th, after! A good many of the brothers) 
Paramount, back at the old|nancial house, the Bank oflan illness of some duration. have been asking about good old} 
stand while Harry Gensler takes America, is fourth with $8.5 bil-|Your scribe, the officers and Jim McLennan. We will measure. 
a vacation ... Joe Basson, In-|)j5» jn assets. |members of the local union wish|the sincerity of these requests | 
ternational Representative of Nine oil companies are among to express their deep sympa-|by keeping tab on how many of! 
Nev "York. aft a beinagg le the 28 industrial firms, headed|thies to the families of our de-|the brothers stop in to pay him 
ork, after a ss,)V6t ¢ sre +9 }par a Vv I 
Ay Assistant manager Carl) by Standard Oil of New Jersey parted brothers. The Good Lord)a visit at the Lynn Rest Home, 


KAIIN'S 


; gs ture in Telezonia” is 
se ee A calls and time marches on. (1842 Fruitvale Avenue. Visiting : 

Metzinger of the Fox-Onkiand ot eae in assets. m4 Work conditions for thelhours are any time you care| _ Meena lee the 
credited with averting a pani ! abor’s Daily. iprothers remains tops withj|to stop in and if good old Jim is| elementary schools in 


this area, The movie 
is part of a special kit 
we telephone people 
have worked out at the 
request of teachersand 
with their assistance. 
We lend the kit to schools to help children learn how to use the 
telephone correctly. This is important. For the kind of telephone 
service you enjoy depends a lot on the way you and others use 
the phone. So the good telephone habits “Telezonia” is teaching 
school children will help make telephone service better and more 
useful for everyone. Pacific Telephone works to make your tele- 
phone a bigger value every day. 


many, many more calls than we|/not at home you can find him} 
possibly can provide men for.;walking around the block. The 
For these contractors who callilady in charge will be glad to 
in for men and who do not re-|help you find him. ; 
lcieve them we say many thanks.| Quite a few of the brothers 
‘Brother Peaslee and your scribe|/have not paid for the third! 
land the office girl is trying to quarter which we feel is surely 
keep the man problem suppliedian oversight. Plenty of work 
but if we do not have the men for all under union conditions 
|we can not send them out. We\means that you have to keep 
hope and trust that this condi- your dues up and if you become 
ition continues as there is noth- suspended don’t complain when 
jing more pleasing to your repre-)your representatives knock you 
sentatives than to have moreioff the job, which we sure as 
calls than we can provide men hell will do. Better attend to 
for. Looks like this condition|this at once. 


will remain for some time. | Next meeting of the local will 


| Some discussion arose in the be Thursday, October 13th. See! 
office about the dead eye shoot-\yoy then we hope. 


ling ability of brothers (Poker,| 
Kessel and (Open Door) Elmo.! Tel] ‘em you saw it in the 
{Both being crack shots over and|East Bay Labor Journal. 
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Let your money work harder for you. 


Tremendous Savings! | 


Millions of Americans just, like you are buying 
shares in the profits of American industry for as 
little as $50.00. 

SEND FOR DETAILS TO 


MASON BROTHERS 


Members San Francisco Stock Exchange 
Central Bank Building, Oakland TEmplebar 2-6344 


* * * . * 


Kahn's Week Values! 
Starts 


Oct. 3rd 


Doors open at 9:30 a.m. 


° Park 1 hour free 
OUR MORTGAGE CANCELLATION PLAN * Open a Kahn's ABC account today} 


Protects 2 ways... 


* Buy your Christmas gifts at 
tremendous savings 


* No down payment on 
Kahn's furniture buys! 


BROADWAY-SAN PABLO-16th 


Away-to-school days 
needn’t “break up” a family 


eT Maybe there’s a young man or 
woman in your family who’s 
going away to school this fall. 
If so, you can still stay in close 
personal touch with each other, 
you know. For it takes just 
moments to travel from home 
to campus, or campus to home, 
by telephone. And a quick 
glance at the rates in your tele- 
phone book will show you how 
little it costs. Why not let lows 
cost long distance make family 
reunions a frequent event dur 
ing the school year ahead. 


Now You Can Help the Most 


This year our community is a 
part of the largest single citi- 
zents’ effort in the Bay Area~ 
the five-county United Bay 
Area Crusade. Through your 
gift to United Crusade you are 
supporting over 90 percent of 
all voluntary-health and wel- 
fare agencies in the Bay Area~ 
you fight disease, support med- 
ical research, provide counsel 
for people in trouble, bring 
help to those stricken by disas- 
ter, and extend a friendly hand 
to distressed travelers and to 


t 
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CANCEL THE MORTGAGE 


On Your Home 


CATHOLIC 


Sunday Masses: 6:30, 7:40, 9, 10, 11 
12:15. 
Week Day Masses: 7 and 8:15 a.m. 


1. It provides the money to pay off the 
Ot JARLATES on mortgage if you die. 
CA me) } 

8300 Fruitvale Avenue 


M Oakland 2. It provides money to make mortgage 
At ontana, akiand, 


payments in the event of total disability 
from sickness or accident. 


LUTHERAN 


FIRST TRINITY LUTHERAN 
CHURCH 


17th Ave. and E. 15th St. 


O. H. REINBOTH, Pastor 
Phone: KE 4-1630 


———_—_—— 
. 


Worship Services: What will your family do if you die tomorrow? 
8:30 and 11:00 a.m. 

Sunday School For All Ages 9:30 a.m. 

Wednesday Evening Services 
September 21st—8:00 p.m. 


METHODIST 


FIRST METHODIST CHURCH 
Broadway at 24th Street 
GEO, A. WARMER, JR. 
Minister 


What will you do if you are disabled and your 
income stops? 


Make sure your family will have a debt-free home 


THROUGH THE 
MORTGAGE CANCELLATION PLAN! 


Call Higate 4-4280 for full information without 
obligation or write to 


“God's Deep Concern For You” 


SPIRITUALIST 


UNIVERSAL SPIRITUALIST 


UNITED 
Bay & 


Area 


pyerdaaed rae sate i HAR RY WR AITH AGENCY service men away from home. CRYUSARE 
ry alga bagi . tT Occidental Life Insurance Company of California Now everybody in the commu- \"] ~ 


REV'S BARNES 


sn enn 


1515 Financial Center Bldg., Oakland 12, Calif. Higate 4-4280 ( } 


nity benefits from your One 


Big Give. 


EDITORIALS 
Mr. Lawrence Is Left Cold 


Sam Blanford of the Machinists called the attention of 


East Bay Labor Journal 


1622 EAST 12th STREET 
OAKLAND 6, CALIFORNIA 
ANdover 1-3981-3982 


FOUNDED APRIL 3, 1926 


Only Official Publication of AFL} 
Central Labor and Building 
Construction Trades Courcils 
of Alameda County. 


[Tribune and the éditor of East Bay Labor Journal. 


Of course, one can't prove that it is a debate, for while 
East Bay Labor Journal in its editorial of September 9 head- 
lined its comment “Mr. Raymond Lawrence is Worried.” Mr. 
Lawrence himself in his seeming rejoinder of September 16 
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- Time to Retire? 


Central Labor Council delegates recently to what he believed|’ 
to be a debate between Raymond Lawrence of the Oakland|. 


led off in the usual timorous style of a big paper fearful of 
mentioning a smaller one by saying: 


“The recent remarks in this space about the $25,000 grant of 
the Fund for the Republic to Stanford University for a dubious 
study of leading witnesses on Communisni and civil liberties has 
brought some criticism. The criticism leaves this writer cold.” 


As Brother Blanford remarked, while Mr. Lawrence 
claimed to be left cold, “he got pretty well warmed up” as he 
proceeded to answer the unmentionable critic. 

Far be it from us to crow over one of Mr. Lawrence's 
main rejoinder points coming a cropper. But we might at 
least mention it without being accused of gloating. For Mr. 
Lawrence solemnly cited the National Commander of the| 


OPINIONS 
CONSUMERS 


Editor, Labor Journal: 

Re: a letter recently discus- 
sing Margolius and the Con-| 
sumer Reports .. . I’ve been a} 
group leader for C. U. for sev-| 
eral years now, and despite the 
fact that a group subscription 
costs only $3.50 instead of $5.00! 
per year, there is always the} 
difficulty of getting enough re-| 
newals to keep the group going. ; 

If anyone would like to join\for the Republic Juha 
the group subscribing now, pa|ctippling the national security. 
be more than happy to help Just two days later the former Commander of the Illinois 


with any details they'd like to Legion sent an open letter to the National Commander asking 
have. $3.50 for the 11 monthly} 


reports plus the big annual buy- 
ing guide which is’ available 
only to subscribers. 
BERTT LEPENDORF, 
17201 Via Estrella 
San Lorenzo, Calif. 
xk 


‘OBSOLESCENCE’ 


me weel Puckett, ChMarman Ol ieain knonimeus dailies published in a certain city west of | 


Republic when just a little while ago the National Commander 
had been praising the Illinois Legion's “Education for Free- 
dom” program which the Fund for the Republic is financing. 
| This was of course embarrassing to the National Com- 
mander, and would be to Mr. Lawrence if Brother Blanford 


lrub it in, which of course neither one of us would dream of 


American Legion as saying that “it appears that the Fund! 
. is threatening, and may succeed in| 


how come he was saying such things about the Fund for the}... 


jand the editor of East Bay Labor Journal were so rude as to|¥ 


doing. All we'd say was that certain nameless editors of |* 


Union Label Show 


Ss Toy 


Cea 


Machinists Put On Printing Firm Demands Thad Stevens Goes 
That Great Register Be 


xk & 


RITES OVERDUE 

Health, Education and Wel- 
fare Sec. Folsom has indicated 
he is considering scrapping the 
Administration’s health  rein- 
surance program, which — in 
keeping with the GOP philos- 
ophy—would guarantee volun- 
tary health plan profits but not 
the people’s health. It’s time 
someone had the courage to 
bury it—CIO News. 


nate oh Ge miackeor's aa new York, Kansas City. and wavy stations, sometimes have 
ment that ‘forced obsolescence’ events. 
is the heart of the American! 
e 
rect, he said proaucers of soods KMIQht Gets Both Shoulders Wet 
have a responsibility to outmode} 
der to sell newer merchandise—|Goody Knight is very industrious along that line, even if! 
New York Times both shoulders of his coat get soaking wet. 
IKE’S BOSS |hower’s action in proclaiming United Nations Day because 
This city (Washington) is go- he was afraid of offending the rabid reactionary fanatics who! 
but vitally significant annual|/toward a better world. But this year he has solved the| 
roofs of who’s boss. Except in|problem. 
Eisenhower reigns but does not|ernor has thunk it all out thoroughly. It seems that to appease 
rule a good deal of the time.'the reactionaries he will proclaim October 23 as “United 
goffin Humphrey, never stops : ; ; aoe 
oo ; the gentleman who is so far to the right that he practically | 
ee er ee We OneB inks of The aa. Commie. Then the very next day, October 
which it is. We suggest that the day after that, October 25, 
he proclaimed as ‘‘Straddle with Knight Day.” 
E. V. Durling in the S. F. Examiner tells of a resort hotel 
which on a card of tip suggestions indicated that it would 


proach to selling with the com-|their citations of high authorities deflated by subsequent 
system of moving goods. In ef- 
the things they have sold, in or- Carrying water on both shoulders is hard work, but 
xk kk Last year he lacked the courage to follow President Eisen- | 
ing through one of its invisible love him as their pal and hate the United Nations as a step| 
periods of crisis, President) His office announces that the mighty mind of the Gov- 
But his true vizier, George Ma-\States Day,” the recent invention of Governor Lee of Utah, 
ae \24, will be proclaimed by Goody as United Nations Day, 
Did This Happen in Miami Beach? 
be nice to tip the waitress 25 cents per meal per person. That 


to pay their waitress $21 a week in tips,” 
Maybe the resort hotel was in Miami Beach, where from | 


x wk * all we hear the hotel managements expect to get by without 
PERCENTAGE paying their waitresses or any other of their workers enough 
The percentage increase of ‘© live on. Nothing like getting the customers to foot the bill! 


Incidentally, many labor people feel that the day will 
come when no union member will need to accept tips. or| 
would wish to, because collective bargaining will in that 
|heavenly day provide every member of every union with 
ja decent living. 


well-read and informed persons 
is meager enough over the past 
century. If anyone has an an- 
swer for the problem, he can 
bring on a new and unexampled 
civilization on this continent.— 


Royce Brier, in the Chronicle. | me 
xk *® 
AFFILIATE! Birds of a Feather 


President Eisenhower's ‘'Golf Cabinet,” the biq fellows 
who met with him informally at the Colorado, White House 
recently, included the president of Continental Oil, chairman 
of Coca Cola board. chairman of General Electric board. 
president of Frankfort Distilleries, Continental Can board 
chairman, Firestone Tire & Rubber president, Corning Glass 
Works chairman, one of the officers of General Motors, and 
a couple of New York investment bankers. 

No wonder Thomas L. Stokes, national newspaper col- 
jumnist, has remarked that Democrats, in buttressing their 

Aas | Big Business” charge against the Republican Administra- 
MATT WOLL tion, need do little “more than point to newspaper accounts 

If any American trade union-|\of the golf and bridge lists in Denver.” 

ist can be properly called the; ———— cee — 
spiritual heir of Samuel Gomp- for THE HOLIDAYS 
ers, the founder and first presi- 
dent of the American Federation 
of Labor, that man is Matthew} 
Woll. — Chicago Federation) 
News. 


May we suggest that, if you 
are not already affiliated with 
both your state federation of 
labor and your city central body 
(and your building trades coun- 
cil for building crafts), you take 
up the matter at your next 
union meeting and get back in 
the union mainstream.—Colo- 
rado Labor Advocate. 
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TOPS IN TALENT 


ACTS - BANDS - CHILDREN’S SHOWS 


HAL MORRIS THEATRICAL AGENCY 


__|1440 Broadway Higate 4-7213 Oakland California 


10% DISCOUNT 
To All Members and Family 
ALL TYPES TRUSSES 
For Ruptures 
Repairs and Replacements 
SACRO BAD BACK BELTS 
ELASTIC STOCKINGS 
For Tired Feeling and 
Varicose Veins 
ALL TYPES ARCH SUPPORTS 


LEONARD'S 


SURGICAL APPLIANCES 
1600 SAN PABLO, OAKLAND 


Open All Day Saturday 


BSALES Ad SERVICE [77 iicare4 0055 | IoaTe 4-0055 
B Locations 246 HARRISON 9*AVE.€.E.12% = oe 
And a New 
OK USED CAR LOCATION AT | 


hrrrenenenvessaveaeyconrsecrsesrocaveransaraensavensevanensenes 


emuibton Bros. 


WMS for the Latina Gamily 


Poll Parrot 


shoes for children 


Trim Tred 


shoes for women 


Rand and Star Brand 


shoes for men 


BOOST THE LABEL! 


BUY UNION LABEL PRODUCTS ONLY 


When making purchases always ask for thecunion label. If 
building a home or repairing one see that the men doing the 
plumbing or steamfitting work, painting job, etc., belong to the 
union. Ask to see their Card. Boost the union emblem and help 
yourself. Patronize and demand the following union cards: 


ee Sener 


Five convenient locations 


1434 PARK ST., ALAMEDA 


CASTRO VILLAGE, 
CASTRO VALLEY 


977 B ST.. HAYWARD 
16027 VIA ARRIBA, 
SAN LORENZO 
1509 E. 4th ST., 
SAN LEANDRO 
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jthe company splits off its Bay 
Area commuter service into a 


meant, says Durling, that “the family of four was expected ~~ 


To Live in East 
e 
Published As Law Says . 
: Thad Stevens, Laborers 304, 
tion with the Machinist Wom-| Jack Austin, Typographical ,.q recently reelected to a 3- 
en's Auxiliary recently put on-a 36, reported to the Central La- year term as sergeant-at-arms 
union label exhibit at St. bor Council recently that a big'4r the Building Trades Council. 
George's Hall. printing firm has brought an nas pone to New Jersey to live 
Sam Blanford reported that erate pi ae Sr ceeaa at a daughter’s home. 
Roy Heinrichs of Typographical|/tnat the State law be obeyed) ; : 
36 enlivened the affair with an|in the publishing of the great! | iieecosatnest tito ri aE 
excellent speech on the label. resister of voters. an old ailment. He has recovered 
“Heinrichs certainly showed! The law requires the printing : ; 
that he knows what’s to bebe done with a certain sized 
known about the union label,” type with a certain space he-| 
said Blanford. tween the lines—8 point type on| 
an 8 point slug, to use the trade) 
AFL BUS DRIVERS, member term. TRICT, comprising Butte, Yuba, 
of Carmen & Motor Coach Em-) The printing firm is protest-'and Sutter counties, will be 
ployees 1225, have been assured|ing a proposal that the great represented by a Republican, 
by Pacific Greyhound that the register be published with a de-'q. T. Sedgwick, as the result 
union will be recognized and vice not involving the use of/of the recent election to fill the 
bargaining rights preserved if type. ‘seat made vacant by the death 
of Don Hobbie, Oroville Repub- 
AFL UNIONS have organized ican. A. W. Coats, Democrat, 
separate operation. H. B. Mark- 300,000 workers in Texas, the was backed by organized labor. 
is "being taken to strike if ebe|W Of them in the bullding|The Sunday Kn ave devoted 
sing st ‘ spac 8 , over the 
new subsidiary fails to establish '™@4es, according to a study by defeat of ead ? 
“adequate protection for our Dr. Frederic Meyers of the Uni- 
members.” versity of Texas. 


Machinist lodges in coopera- 


says Paul L. Jones, secretary, 
Laborers 304. 


FOURTH ASSEMBLY DIS- 


Patronize Our Advertisers! 


HOWARD AI 


vites you to the opening of its new offices | Hon. JOHN J. 


(under long-term lease from the Ludar 
Corporation) on Thursday, Friday and Saturday, Oc- 
tober 6, 7 and 8, from nine to four o’clock. Six floots 


devoted to the operation of the Trust Fund. 


wn| (District 


splendidly from the operation, | 


‘OSSIAN E. CARR 
R. A. HAIGHT 
EDWIN R. LEACH 


From Labor Day to Labor Day: 


Lively Story of 


(Continued from Last Week) 
AUGUST 19, 1955 

Oakland City Council voted 
down 8 to 1 the proposal to per- 
mit a motel to be built at 14th 
and Oak streets. Both the Cen- 
tral Labor Council and _ the 
Building Trades Council had 
backed the proposal. City Coun- 
cilman John W. Holmdahl cast 
the one vote for the proposal. 


State Federation of Labor 
convention was in session all 
iweek in San Diego. Vice Presi- 
dents Robert S. Ash and Paul 
iL. Jones from Alameda county 
10) were reelected 
|without opposition. A feature) 
jof the convention was a stirring 


|featured speaker. 


| Office Employees 29 ended its) 
{6-day strike against Kaiser 


|speech by AFL President George) 
.».|Meany, in which he discussed|to move the convention, to be 

\the important political implica-|held October 15, to some city 
*. |tions of the approaching merger 
.|of AFL and CIO. Governor! 
" |Goodwin J. Knight was another 


Local Unions 


being organized by the Commit- 
tee of Five; and Charles Garoni, 
Linoleum Layers 1290, as alter- 
nate. 


Money, manpower to aid the 
Teamsters in the apple strike 
around Sebastopol was offered 
by the Central Labor Council, 
after Secretary Robert S. Ash 
had reported the intense inter- 
est in the matter shown at the 
State Federation convention. 


Letters to the National Com- 
mander of the American Legion, 
asking him to transfer the con- 
vention of that body from 
strikebound Miami Beach, were 
encouraged by both CLC and 
BTC. Commander Seaborn P. 
Collins is asked in such letters 


where culinary workers have 
decent pay and working condi-*® 
tions. 


Note: This concludes the‘ 


FROM LABOR DAY TO LABOR 
DAY feature, the bulk of which 


\Foundation Hospital, President 
\John Kinnick announcing that 
ithe union had won its major! 
point, that the present 3-year) 
;contract, with annual reopening 
for wages, be continued, instead! 
of having a shift to an 18-month) 
basis, which was management’s| 
idemand. The 250 strikers also 
| won a wage increase. 


| Violence supposed to have 
been stimulated by farm or- 
iganizations in Sonoma county 
against Teamster Organizer Wil- 
jliam Grami attracted much at- 
tention at the State Fed con- 
vention. The Teamsters were 
striking against some of the big 
japple processing plants around 
| Sebastopol. 

[AUGUST 26, 1955 

| Kaiser Foundation Hospital 
was criticized by Richard 
Groulx, Office Employees 29, for 
|having surprisingly, during the 
negotiations and recent strike of 


jthe union against the hospital, 
done “everything you can ex- 
{pect anti-union people to do.” 
| Building Trades Council lined 
up preparations for playing an 
active role in the drive for Oak- 
land school bonds. J. L. Chil- 
lders, BTC business representa- 
tive, is chairman of the Citizens 
;Committee of Five, a citizens’ 
group cooperating with the Oak- 
land Board of Education. to 
spread understanding among 
citizens about the needs of the 
school system. BTC President 
J. S. Miller appointed Chester 
|Bartalini, Carpenters 36, repre- 
sentative of the council on the 
jenlarged Citizens’ Committee 


was published in the Labor Day 
Edition of East Bay Labor Jour- 
nal, and concluding sections of 
which have been published 
weekly since Labor Day. 


Bruzzone Scholarship 
Stirs Union Interest 


Jeffery Cohelan, Milk Drivers 
302, told the Central Labor 
Council recently that since An- 
gelo Bruzzone of that union won 
a Ruskin College scholarship at 
Oxford in England many in- 
quiries have come in from un- 
ion members interested in the 
idea of applying for such a 
scholarship next year. 

The number issued is strictly 
limited, said Cohelan, but if 
anyone has serious intentions of 
applying when the time comes, 
he would be glad to give the 
information needed. 


‘Cheap Caskets’ Coming 
In, Employers Declare 


T. C. Nitzsche, Upholsterers 3, 
told the Central Labor Council 
that during negotiations for a 
new contract the employers 
asked: . 

“What can you do about the 
flood of cheap caskets pouring 
into East Bay from other 
cities?” 

They implied, said Nitzsche, 
that if this “flood” were stopped, 
some concessions might be made 
in the new agreement, 
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